THE  CHANTRY  ALTAR  AND  REREDOS 

The  Chantry  Altar  Reredos  of  St.  Thomas 
Church,  New  York  City  is  of  carved  wood  and 
polychromed  in  color  and  gold  leaf.  The  main 
panels  represent  the  baptism  of  Jesus,  the 
marriage  of  Cana,  the  raising  of  Lazarus. 
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